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Chief, REA Division, fe 
attn 3: Security Officer - 


| gir: wea Prystoat, Seourtty 2 Diviston 


baneley Violation Report : oe 
MARKHAN, obn F, : se fy a. ae i . 7 : ahh 
. CORNISH, ° chard a dl goa eee oe © > as te es, 


1. The  Ettachea repeit 4: forwarded Sor you ‘Tor your information | - 
and for such adniniatrative ‘ection as yon. deem the oe warrant 


26 “Your ‘attentdon is ‘invited ‘to 3 paragraph nine h indleates that 
this is the third security violation ghareed te Hr, ee the prericus® 
violations having occurred’ on 1 December 1950 and lanien 1951. “Howe: OF, = 
since more than two years have elapsed since these sieciaeveseand: any nat 
ection should be based on one official violation. — ne sed a 

3, Ine comrliance with CTA Security Regulation Ho, 10-7, toetion B. 
(6), 4t d9 requested that this office be inforsed of actian taken as a result 
of the security violation. It would be appreciated if such report could be 
furnished in cy ebatanriaas ie Aes Cele ee gee, aie, i eee Pe 


kL 


| John Dy Sat 


Attachment :_ a) 
Violation Report. 


871°. Al/ab ——_ : wake ; ae ac . 
Distribution: ao 5 ee : , 
Orlg. & l= ie ae ae ae spans 
lL ~ Hr. /Fl _. : 
3 ~ Sub peel ee Files~ a Ls 
Le StFORD: Pie wh ee 


> «PSTURM TS CIA 
= “Background Use Oauiy . 


i 
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Acting Chief, Physical Security Piviston a % | December 1954 


Acting Outer, Papeioad survey Breach 


ote 


Security Violation Baport ~ Eepoted Cla shifted Kate 
_ feos barn Fe - 
| _ | (oomnrsE Mohard J] 
: _“GOODPASTURS, Ann Le 


. 1. on % Rovenber 1954 at 8:20 F. Be, Mra. Pinkle ze baker, 8 a a ember ~ 
- of the ‘BS Char Force, found a SECRST cable dated 10 June 1952 on the = 
“ under a desk in Room 1810, *"I® Building. Night Security Officer [Ray C. a eeitas 
responded to the telerhons eall. fron the Guard Office and secured the sate , 
in his safe at Erh0. Po ¥ Mey after leaving an explanstory note on the desk. ara 


e On , Soveaber 1958, ie. f alter re ' Ranley,| of. this Branch, accoapanted 
by “r.[Chatles ®.°Plick,) Security Officer, Dt/P/NEA, investigated the violation. 
During the course of the investiga.ion Mr. John F. Markham, yattel lisence Officer, - 
Ni-2, hiss Ann L, Goodpasture, Intelligence Off fcors ns chard d. 

CorRgeh Intelligence Officer, WE/SP, and Hr. Glen Fi? Re Snail te 
KE-2, all of oD/P/WEL, were interviewed, 


, 3. Hr. Harkhan advised that he was responsible for the sneurtty vis 5 
He stated that on 24 Hovember 1954 he wes cleaning out old files as a part of «==. 
general security clean up, and that apparently the cable in questiog had fallen =~ =e- 
under the desk at which he wes working, Fe stated also that he had left the =~" 
room at about 5:00 FP. H., but that apparently he had overlooked the material. 


—_ 


h. ‘Nise Goodpasture advised that she had been assigned ‘responsibility for. 
conducting the Staff Duty Officer inspection of Room.1310 on the Gate in question, - 
the stated that she had conducted her inspection of the room at ebout §:20 P. He 
but that apparently she had ovarlooked the cable cue to ite. position « unter the” 
desk, . 


5. Mr. bor sh ]acvised thst he had elso | bean asslgned responsibility” for 
conducting the Staff Duty Officer inspection of oom 1310 on the date in question. 
He stated thst he eonducted bis insrection of tha room at about 5220 P.M. but 
that eppurently he had overlooked the cable. 


& Fr. bes) advised that, in his opinion a couprontse of the cable would | 
jeopardize no persénnel, plans or operatio:s of the Azency, because the subject 
matter was naire and the cable was dated is June 1952. 


7. Mre 622i Jecrtsea tha: by Taternal REA Divieion Security egutatdone, 
two peaple are aselgoed responsibility for conducting the Staff Duty Officer check 
_and that they are responsible for checking all floor surfaces under desks. 
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CONCLUSTIIR: 
‘8. The ssamyi in this case intteate that ir. Markham, Hiss Good~ 
pasture: and x. {Eo are Jointly responsible { for the reourity violation, » 


SECURITY HISTORY: aA ae 
9. ar. fortil prevtously bes been charged sath anu | tupeuper transates ions 
of classifisd ts security violation which occurred on 1 Decanber 1950. 
am unlocked safe security violation which occurred on 27 January 1951. In. 
adcition, he lost a Building #U, Badge on ll August 1949. However, in conne 
with Section 10-7, B (7) of CIA Security Regulations, 4t 4s noted that such 
violatio:s securred more than two ysars prior to the "date of the iustent vi 
In connection wits the same section, 4t is to be noted that Kies Goodpactu 
and Xp. Xarkhan heve been emplayed by the Asency for wore than six years smiag”: ° 
three years, respectively, without + previously having beea ‘charged with | e “pectrity 
Violation, . 


Bh de Ree TS Nae oy eae ST ES Teeny To UAL a OES eT 


